TIDWELL  BIBLE  BUILDING,  BAYLOR  UNIVERSITY,  ^ 

WACO,   TEXAS  ;^ 

Completed    in    1954,    the   building   is   named    in  ° 
honor  of  J.   B.  Tidwell,  Bible  teacher  at  Baylor 

for    35    years.     The    five-story,    air-conditioned  ^ 

building    houses    the    religion    department,    Bible  < 
Library,  Miller  Chapel  and  classrooms. 
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